AOR SDU5600 Spectrum Display Unit 
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GOT More — 


With sampling at up to six times 


per second, the operator is quickly 
aware of new active frequencies. 
The "waterfall display” function is 
another operator convenience, 


along with a host of menu driven 
® selections and features. 


AOR SDU5600 


e High resolution 5 inch color TFT 
display 

e Built-in “waterfall” display 
function 


e Now features FFT signal 
analysis 


e DSP 


e Uses 10.7 MHz IF input 
frequency 


e Wide input level range: 
0 ~ -90 dBm 


e High dynamic range, 60 dB 


e Fully interactive with AOR 
AR5000 models, AR8600, 
AR-ONE 


e 10 MHz bandwidth (+ 5 MHz 
from center frequency) 


e Samples up to 6x per second 


e Four frequency resolutions: 
4, 32, 64, 128 KHz 


e Image output to your PC 


e Bus signal can be saved to 
memory 


Ə real display and statistical 
(text) data 


e Menu driven operation 

@ Two RS-232C ports for receiver 

AOR! The Serious Choice in Advanced aes ae 
Technology Receivers™ eee 


Authority On Radio 


Communications 


AOR SDU5600 Spectrum Display Unit 


The SDU5600 provides maximum 
operator flexibility and convenience 
along with highly accurate 
information in an advanced 
technology instrument. 


SPECIFICATIONS 
Input frequency: 10.7 MHz 
Maximum frequency span: | 10 MHz 


Frequency resolution: 


4, 32, 64, 128 KHz 


Input level range: 


Display Dynamic range: 


+0 dBm - -90dBm 
60 dB 


Input impedance: 


50 ohms 


Display: 


5 inch color TFT display 


Serial ports: 


2 RS-232C ports (For receiver and PC control) 


Power requirement: 


12 V DC, 900mA (max.) 


Controls: 26 keys and one rotating dial 
Dimensions: 220 (W) x 120 (H) x 195 (D) (mm) 
8.7(W) x 4.7 (H) x 7.7 (D) (inches) 
Projections not included 
Weight: Approx. 2.3Kg (Approx. 5 LBS.) 
Compatibility: Interactive with all AOR AR5000 and AR8600 


series receivers and AR-ONE. May be compatible 
with other receivers that feature wideband 10.7 
MHz IF output. (No warranty is made as to 
compatibility with receivers from other 
manufacturers.) 


DSP and FFT Digital Signal Processing and Fast Fourier 
Transform algorithms combine to make the SDU5600 a 
very powerful Spectrum Display system. The result is a 
graphic display, and textual information, that fast and 
accurate. 


Flexible User Options Interactive menu driven choices 
put potent analyzing tools at your disposal. 


Multiple Interface Options You can control AOR 
AR5000 and AR8600 series receivers, along with the 
powerful new AR-ONE, through the interface with the 
$DU5600. Control for some others receivers is also 
possible. You may also engage in computer aided 
control of the S$DU5600 and utilize a PC as an integral 
part of the analysis process. All this is possible through 
two RS-232C ports. 


5 Inch TFT Color Display Graphics are clear, crisp and 
sharp. Color adds to the ease of use, making the 
$DU5600 as useful on the bench as it is in the field or 
as part of permanent mobile operations. 


Compatible With Other Receivers A receiver 
equipped with a 10.7 MHz IF output can provide signals 
to the SDU5600. The sweep span could be limited, 
depending on the IF characteristics of the chosen 
receiver. 
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AOR, LTD. 

2-6-4 Misuji, Taito-ku, Tokyo 111-0055, Japan 
Tel: +81 3 3865 1695 Fax: +81 3 3865 1697 
post@aorja.com http:/www.aorja.com 


AOR U.S.A., Inc. 

20655 S. Western Ave., Suite 112, Torrance, CA 90501, USA 
Tel: 310-787-8615 Fax: 310-787-8619 

info@aorusa.com http:/Awww.aorusa.com 


AOR (UK) Ltd. AOR Manufacturing Ltd. 

4E East Mill, Bridgefoot, Belper, Derbys DE56 2UA, England 
Tel: +44 1773 880788 Fax: +44 1773 880780 
info@aor.co.uk www.aoruk.com 


Specifications subject to change without notice or obligation. 
Printed in USA 


